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Country - Brazil 
Subject - Installation of a Metallurgy Plant 
Place Acquired - ------- 


Date Acquired 
Date of = 
Source - 
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1. Casato Brasil Inc, New York City, has contracted to ship equipment 
and materials for the installation of 4 metallurgy plant at Coronel 
Fabri Ciano,Estado de Mines Gerais, for Companhia Acos Especiais Itabire, 
Rio de Janeiro, Brazil. 


©. Shipment is valued at US$201, 425.00. 
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